
Overhead Door Company of the Northland 



We Sell the Best and Service the Rest 



Our Products 



Sales and service for everything in your loading dock area, and residential garage doors, including all top rated brands: 




We bring our experience and professionalism to our residential customers with garage doors and openers 



Sectional Steel Doors 



Sectional Steel overhead doors are the most 
commonly used doors for exterior commercial 
applications. Aluminum glass doors are ideal for 
service stations, fire stations, professional 
facilities and retail environments anywhere visual 
access, light infiltration and aesthetics are 
important considerations. Individual sections can 
be replaced when damaged. 

Sectional doors have the widest array of options 
and range in styles from ultra-modern to 
traditional. 

If you know exactly what you are looking for 
Sectional steel door grey Thermacorein a 
sectional door click here 
to review specifications at Overhead Door 
Company's web site. 



e Genuine. Tfie Original. 




Know What You Want? 
Click Here To Go To 
www.overheaddoor.com 




Contact Us 



Overhead Door 

3195 Terminal Dr. 
Eagan, MN 55121 
Direct: 651.683.0307 
Fax: 651.683.0625 

http://www.overheaddoornorthland.com 



